
vritL PH ILL-CO 
PORTABLE DEDREASERS 


A Degreaser for 
every problem, 
handling from a 
ton a day to a 
ton an hour and 
more. Take ad¬ 
vantage of our 
free engineering 
and laboratory 
service. Write to¬ 
day for complete 
catalogue. 



Manufactured by 

Phillips Manufacturing Company 

346 West Huron Street • CHICAGO, ILLINOIS 
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NATIONAL DEFENSE 

HOHUPHJLL-CO 


Bench Type Portable Vapor Degreaser 



— For — 

All Light Metal Parts 
Stampings 
Screw Machine 
Products 
Dies — Tools 
Instruments 

★ 

Production Lines 
Points of Inspection 

★ 

Laboratories 
Jewelers 
Repair Shops 
Tool Rooms 

★ 

Maintenance 

Departments 


MODEL 14 

Specifications: 
Working Depth, 14 inches 
Width, 14 inches 
Overall Height, 24 inches 

★ 

Electrical Specifications- 
110 Volt A.C. or 115 Volt D.C. 
15 Amperes 

Plug in and go to work no 
other installation required 
Solvent Capacity, 2 Gallons 



• PHILLSOLV ( non-inflammable) SOLVENT 












